ELECRRO-OPTICS 


X-RAY’ 


OWNERS MANUAL 


Please visit sigsauer.com/owners-manuals 
for downloads. 


INTRODUCTION 


The X-RAY3 Day/Night Sights are the ideal sighting solution for carry, 
sport, or duty handguns and provide for rapid target acquisition in any 
lighting condition. 


The X-RAY3 is covered by SIG SAUER Electro-Optics Infinite Guarantee 
and SIG SAUER Electronic & Tritium Component Limited 5-Year Warranty. 


CONTENTS 
¢ X-RAY3 Front and Rear Sights 


KEY FEATURES 


e With a half-life of over 12 years, the 3-Dot tritium system allows for fast 
target acquisition in low-light conditions 


Oversized chemical resistant fluorescent polymer front dot gives 
confidence in any environment 


Sights come in standard SIG SAUER™ sizes #6 and #8 ; configured with 
either square or round (U) notched rear sight. 


Torture tested to 20,000 rounds, the steel housing provides for a 
tough, reliable sight that lasts as long as the firearm 


Fits Classic line, P320®, P250®, P938®, P238® 


INSTALLATION 


Professional installation is recommended. 
Sights to be installed from the lead-in side. 


Lead-in side Lead-in side 


X-RAYS SPECIFICATIONS 


Housing Steel 
Illumination Tritium 

Front Sight High Contrast Green Outline 
Rear Sight Subtle Black Outline 
Sizes Available in #6 and #8 
Sight Picture 3 Dot 


X-RAY3 REAR SIGHT DIMENSIONS 


Slant IN MM IN MM IN MM IN MM 
#6 .63 16 .23 5.8 18 4.6 .36 9.14 
#8 63 16 25 6.35 18 4.6 36 9.14 
Rear Sight: Round (U) Rear Sight: Square 
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X-RAY3 FRONT SIGHT DIMENSIONS 


#6 47 12 .23 5.88 


#8 47 12 22 5.60 


SIG SAUER® Electro-Optics Infinite Guarantee® / 
Limited Lifetime Warranty 


SIG SAUER has manufactured the most rugged, dependable, high-per- 
formance firearms for more than two centuries. Our heritage of design, 
engineering, and precision-manufactured quality predates the existence 
of any other optics company worldwide. We understand the importance 
of quality in the line of fire, at the shooting range or on your next hunt. SIG SAUER 
Electro-Optics had to earn the right to wear that badge and the Infinite Guarantee has 
your back, forever. Period. 


We will repair or replace your SIG SAUER product in the event it becomes damaged or 
defective, at no charge to you. If we cannot repair your product, we will replace it with a 
product in perfect working order of equal or better physical condition. 


SIG SAUER Infinite Guarantee® Please note that our Infinite Guarantee excludes 
¢ Unlimited Lifetime Guarantee coverage for intentional damage, misuse, 

¢ Fully Transferable cosmetic damage that does not affect the perfor- 
¢ No Warranty Card Required mance of the optic, loss, theft, or unauthorized 

¢ No Receipt Required repair or modification. Excludes electronic and 

¢ No Time Limit Applies Tritium components. 

e No Charge 


Customers seeking warranty coverage must first obtain a Return Merchandise Au- 
thorization (RMA) by contacting SIG SAUER Customer Service, and return the product 
unloaded and freight prepaid. 


ANY WARRANTIES IMPLIED BY LAW, INCLUDING ANY IMPLIED WARRANTIES OF MER- 
CHANTABILITY OR FITNESS FOR A PARTICULAR PURPOSE, ARE EXPRESSLY DISCLAIMED. 
REPAIR, ALTERATION, OR REPLACEMENT AS PROVIDED HEREIN IS YOUR EXCLUSIVE 
REMEDY FOR ANY DEFECTIVE PRODUCT. IN NO EVENT SHALL SIG SAUER OR ANY COM- 
PANY AFFILIATED WITH SIG SAUER BE LIABLE FOR ANY SPECIAL, INCIDENTAL, OR CON- 
SEQUENTIAL DAMAGES OF ANY KIND ARISING OUT OF THE PURCHASE OR USE OF THIS 
PRODUCT, WHETHER BASED UPON CONTRACT, TORT, STATUTE, OR OTHERWISE. Some 
states do not allow the exclusion or limitation of implied warranties, or the exclusion or 
limitation of incidental or consequential damages, so some or all of the above limitations 
or exclusions may not apply to you. This warranty gives you specific legal rights, and you 
may also have other rights which vary from State to State. 


THIS WARRANTY APPLIES TO COMMERCIAL CUSTOMERS ONLY, AND DOES NOT APPLY 
TO GOVERNMENT, MILITARY, LAW ENFORCEMENT, OR NON-US CUSTOMERS. NON-US 
COMMERCIAL CUSTOMERS MUST PURCHASE PRODUCT THROUGH AN AUTHORIZED SIG 
SAUER DEALER WITHIN THEIR COUNTRY OF RESIDENCE FOR THIS WARRANTY TO APPLY. 


SIG SAUER Electronic & Tritium Component Limited 5-Year Warranty 


SIG SAUER warrants that the electronic and tritium components of 

the enclosed product were originally manufactured free of defects in 
workmanship, material, and mechanical function. For a period of five (5) 
years from the date of manufacture, SIG SAUER agrees to correct any 
defect in these components by repair, adjustment, or replacement, at 
SIG SAUER’s option, with the same or comparable quality components (or by replacing 
the product at SIG SAUER’s option); provided however that a Return Merchandise Autho- 
rization (RMA) is first obtained by contacting SIG SAUER Customer Service, and that the 
product is returned unloaded and freight prepaid. 


This limited warranty is null and void if the product has been misused, damaged (by 
accident or otherwise), damaged through failure to provide reasonable and necessary 
maintenance as described in the user's manual, or if unauthorized repair or any alter- 
ation, including of a cosmetic nature, has been performed on the product. This limited 
warranty does not apply to normal cosmetic wear and tear of any parts. 


ANY WARRANTIES IMPLIED BY LAW, INCLUDING ANY IMPLIED WARRANTIES OF MER- 
CHANTABILITY OR FITNESS FOR A PARTICULAR PURPOSE, ARE EXPRESSLY DISCLAIMED. 
REPAIR, ALTERATION, OR REPLACEMENT AS PROVIDED HEREIN IS YOUR EXCLUSIVE 
REMEDY FOR ANY DEFECTIVE PRODUCT. IN NO EVENT SHALL SIG SAUER OR ANY COM- 
PANY AFFILIATED WITH SIG SAUER BE LIABLE FOR ANY SPECIAL, INCIDENTAL, OR CON- 
SEQUENTIAL DAMAGES OF ANY KIND ARISING OUT OF THE PURCHASE OR USE OF THIS 
PRODUCT, WHETHER BASED UPON CONTRACT, TORT, STATUTE, OR OTHERWISE. Some 
states do not allow the exclusion or limitation of implied warranties, or the exclusion or 
limitation of incidental or consequential damages, so some or all of the above limitations 
or exclusions may not apply to you. This warranty gives you specific legal rights, and you 
may also have other rights which vary from State to State. 


THIS WARRANTY APPLIES TO COMMERCIAL CUSTOMERS ONLY, AND DOES NOT APPLY 
TO GOVERNMENT, MILITARY, LAW ENFORCEMENT, OR NON-US CUSTOMERS. NON-US 
COMMERCIAL CUSTOMERS MUST PURCHASE PRODUCT THROUGH AN AUTHORIZED SIG 
SAUER DEALER WITHIN THEIR COUNTRY OF RESIDENCE FOR THIS WARRANTY TO APPLY. 


EXPORT CONTROL — X-RAY3 sights contain tritium and may be subject to export 
controls administered by the U.S. Government and may require a license to be 
exported from the United States. 


Ay WARNING: CANCER AND REPRODUCTIVE HARM — www.P65Warnings.ca.gov 


A WARNING: This product contains a maximum of 90 mCi of H-3 and meets the 
requirements of NRC listed in 10 CFR 32.23. The end user is exempt from any 
regulatory requirement. Do not attempt to disassemble the sight. 
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